PRODUCED BY AN AUTODESK EDUCATIONAL PRODUCT 
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SECOND FLOOR PLAN 


SCALE: I/4" = I -0" 



ROOF FLAN 


SCALE: I/4" = I -0" 


COMPUTER DRAWN DO NOT REVISE BY HAND 


BERGEN COMMUNIS COLLEGE: 
400 PARAMUS RD. PARAMUS N.J., 07652 

SCALE: 
1/4"= r-o" 

DRAWN Iff: sean dunn 

TITLE: NEW JERSEY VACATION HOUSE 

APPROVED BT: 

COURSE UM: ARCHITECTURAL DRAFTING 

SECOND FLOOR & ROOF PLAN 

DATE: 

1 2/4-/1 A- 

PG: 

PROG: 

DRAWING NUMBER: 
1 A — 3 

GRADE: 
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